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Purpose: The primary aim was to carry out a pilot study to compare the loss of sexual libido between a group of Lyme disease 
patients and a group of matched controls. The secondary aim was to evaluate whether loss of libido in Lyme disease patients is 
associated with urinary bladder detrusor dysfunction. 

Methods: A group of 16 serologically positive Lyme disease patients and 18 controls were queried directly about loss of libido. 
Results: The 2 groups were matched with respect to age, sex, body mass index, and mean arterial blood pressure. None of the 34 
subjects was taking medication that might affect sexual libido or had undergone a previous operative procedure involving the 
genitourinary tract. Of the 16 Lyme disease patients, 8 (50%) had no loss of libido, and of the 18 controls, none had loss of libido 
(P< 0.001). In the Lyme disease patient group, there was no statistically significant relationship between loss of libido and uri- 
nary bladder detrusor dysfunction (P = 0.61). 

Conclusions: This pilot study suggested an association between Lyme disease and loss of libido. Moreover, this loss of libido did 
not seem to be associated with urinary bladder detrusor dysfunction. Given these results, we recommend further studies to con- 
firm the association. 
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INTRODUCTION 

Urinary bladder detrusor dysfunction is associated with uri- 
nary incontinence and significant morbidity, which can affect 
the social, psychological, occupational, domestic, physical, and 
sexual lives of affected patients [1]. Furthermore, Yip et al. [2] 
have reported that, compared with healthy, matched controls, 
women with detrusor dysfunction or urodynamic stress incon- 
tinence have significantly poorer marital relationships and sig- 
nificantly less sexual satisfaction. 

Recently, in a systematic controlled study, we confirmed that 
Lyme disease (borreliosis) is associated with urinary bladder 
detrusor dysfunction [3]. Furthermore, Kim et al. [4] have re- 
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cently reported on a 32-year-old man with Lyme disease who 
had symptoms of rapidly progressive bilateral ptosis, dysphagia, 
spastic paraparesis, and voiding difficulty. Lyme disease is a 
systemic arthropod-borne zoonosis caused by Borrelia spiro- 
chaetes, which can invade the skin causing erythema migrans 
and problems with the musculoskeletal system (Lyme arthritis), 
cardiovascular system (Lyme carditis), and nervous system 
(Lyme neuroborreliosis) [5]. To the best of our knowledge, 
there are no published studies to date on the relationship be- 
tween Lyme disease and sexual libido. 

Given that Lyme disease is associated with urinary bladder 
detrusor dysfunction and that the latter is associated with sexu- 
al dysfunction and may affect the nervous system, we hypothe- 
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sized that Lyme disease is associated with reduced sexual libido. 

The aim was to test our hypothesis by carrying out the first 
systematic study to compare loss of sexual libido between a 
group of Lyme disease patients and a group of matched con- 
trols. The secondary aim was to study the relationship between 
loss of libido and symptoms of urinary bladder detrusor dys- 
function. 

MATERIALS AND METHODS 

Subjects 

This was a cross-sectional pilot study carried out in the Break- 
spear neuroscience department. Serologically positive Lyme 
disease patients, undergoing routine clinical tests, and normal 
controls were assessed with respect to medication, past medical 
history, body mass, and arterial blood pressure. Exclusion crite- 
ria included medication use that might affect sexual libido: tri- 
cyclic antidepressants, selective serotonin reuptake inhibitors, 
finasteride, antihistamines, (medical) marijuana, antiepileptic 
medication, opioid medication, and beta-adrenergic antago- 
nists; and medication that might affect urinary bladder func- 
tion: diuretics, calcium channel blockers, alpha-adrenergic an- 
tagonists, antipsychotics, tricyclic antidepressants, selective se- 
rotonin reuptake inhibitors, muscle relaxants, opioids, and the- 
ophylline. Other exclusions were operative procedures that 
might affect sexual or urinary bladder function: procedures on 
the spin, pelvis, or genitourinary tract. 

The research ethics committee of our institution approved 
the study, and we obtained written informed consent from all 
subjects. Additionally, the study was performed in accordance 
with the Declaration of Helsinki. 



penetrative sexual intercourse or a noticeably reduced duration 
of penile erection associated with sexual stimulation. We as- 
sessed detrusor function as described in our previous study [3] 
using the survey shown in Table 1. Subjects answering in the af- 
firmative to questions 1 to 3, or 5 (consistent with nocturia) 
were considered to be symptomatic of detrusor dysfunction. 

Statistical Analysis 

For the Lyme disease and control groups, normal, continuous 
variables that did not have significantly different variances were 
compared using independent samples t-tests (equal variances). 
Discrete nominal variables were compared using Fisher exact 
probability test. All tests were two -tailed. The software packages 
used for the statistical analyses were R ver. 2.15.0 (R Foundation 
for Statistical Computing, Vienna, Austria) and IBM SPSS ver. 
21.0 (IBM Co., Armonk, NY, USA). 

RESULTS 

A total of 34 subjects were studied: 16 (6 male) serologically 
positive Lyme disease patients and 18 (7 male) control subjects. 
The 2 groups were matched according to mean age, sex, mean 
body mass index, and mean arterial blood pressure (Table 2). 

Of 16 patients with Lyme disease, 8 (50%) had a loss of sexu- 
al libido versus none of the controls (Fisher exact probability 
test, P = 0.0007). Urinary bladder detrusor function data were 
available for 15 Lyme disease patients. Of the 8 subjects with 
reduced libido, 2 (25%) had urinary bladder detrusor dysfunc- 
tion, and of the remaining 7 without reduced libido, 3 (43%) 
had urinary bladder detrusor dysfunction (Fisher exact proba- 
bility test, P = 0.608). 



Assessment of Libido and Detrusor Dysfunction 
Symptoms 

Sexual libido was queried directly for each subject. For male 
subjects, a reduced desire to engage in sexual intercourse was 
possibly accompanied by an insufficiently strong erection for 

Table 1. Bladder control - detrusor function questions 

1 . Do you feel your bladder is empty after you have passed urine? 

2. Do you have difficulty starting to pass urine? 

3. Can you pass or hold urine when you want to? 

4. How often do you empty your bladder during the daytime? 

5. How often do you empty your bladder at night? 



Table 2. The mean age, sex ratio, mean body mass and mean ar- 
terial blood pressure for each group; standard errors are given in 
parentheses 



Variable 



Lyme disease Controls 
(n=16) (n=18) 



P-value 



Age (yr) 


36.0 ±4.1 


44.7 ±3.9 


0.134 


Sex 






1.000 


Male 


6 


7 




Female 


10 


11 




Body mass index (kg/m 2 ) 


25.2 ±1.4 


24.6 ±0.8 


0.694 


Arterial blood pressure (mm Hg) 


74.0 ±4.4 


66.9 ±4.4 


0.263 



Values are presented as mean ± standard error. 
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DISCUSSION 

This pilot study suggests an association between Lyme disease 
and loss of sexual libido, in the small sample studied. There was 
insufficient evidence to suggest that this loss of libido was a 
consequence of urinary bladder detrusor dysfunction. 

Lower urinary tract symptoms (LUTS) other than daytime 
urinary incontinence (questions 1, 2, 3, and 5 in Table 1) were 
adopted as parameters for detrusor muscle dysfunction in this 
study. It should be noted that, in general, the degree of impact 
of urinary incontinence on sexual function may not be similar 
to that of other LUTS. 

This is the first study concerning loss of libido in patients 
with Lyme disease. The high percentage of Lyme disease pa- 
tients with loss of libido in this study, coupled with the increas- 
ing incidence of the disease in the geographical spread of in- 
fected arthropods [3], points to the need for further, larger 
studies of sexual dysfunction that might be caused by this infec- 
tious disease. It would be appropriate for such studies to include 
a well-validated tool with which to assess libido more compre- 
hensively, such as the International Index of Erectile Function- 5 
questionnaire for male subjects. 
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